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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 204552 
ORIGIN ERDA-07 

INFO OCT-01 10-13 ISO-OO OES-07 ACDA-10 FEA-01 CIAE-00 
INR-07 L-03 NSAE-00 NSC-05 EB-07 NRC-07 DODE-OO 
OMB-01 TRSE-00 /069 R 

DRAFTED BY USERDA:AIA:JEAMMONS:GLS 

APPROVED BY OES/NET:DHOYLE 

USERDA:AIA:RNSLAWSON 

IO/SCT: A .ITU .SON 

ACDA:L GAT. I .INI 

OES/NET/RD: V E ADLER 

081743Z 083800/46 

R 070252Z MAY 77 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 104552 

E.O. 11652: N/A 

TAGS: AORG, EAID, IAEA, US 

SUBJECT: U.S. TECHNICAL ASSISTANCE EQUIPMENT GRANTS FOR 
1977 

REF: A) STATE 052746; B) STATE 085354; C) IAEA VIENNA 
1655; D) STATE 081168; E) IAEA VIENNA 1649; AND 
F) IAEA VIENNA 2354 

1 . BY FORMAL OFFERS AUTHORIZED BY REFS A AND B AND WHICH 
HAVE BEEN ACCEPTED BY IAEA, U.S. IS PREPARED PROVIDE IAEA 
WITH EQUIPMENT (28 PROJECTS) ESTIMATED AT COST DOLS 688,500 
AND EXPERTS (19 PROJECTS) AT ESTIMATED COST DOLS 423,500. 

THESE PROJECTS WERE APPROVED UNDER TECHNICAL ASSISTANCE 
PROGRAM FOR 1977. THESE TOTAL COSTS OF DOLS 1 . 1 12.00 

ARE WITHIN THE DOLS 1 . 1 94,400 LIMIT PROPOSED FOR EQUIP 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 204552 

MENT AND EXPERTS IN REF C AND AGREED TO BY DEPARTMENT IN 
REF D. 

2. BY REF E, MISSION PROPOSED THAT EQUIPMENT BE OFFERED 
FOR USE BY IAEA MONACO LABORATORY. IT APPEARS SUFFICIENT 
EQUIPMENT FUNDS MAY NOT BE AVAILAULE FROM 1976 TO COVER 
THIS EQUIPMENT. ACCORDINGLY, MISSION IS AUTHORIZED EXTEND 
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FORMAL OFFER TO IAEA FOR U.S. TO PURCHASE LIQUID SCINTILLA- 
TION COUNTER AND CRYOSTAT MICROTOME AT ESTIMATED COST 

DOLS 28,000 AS PART OF 1977 U.S. OFFER. TOTAL ESTIMATED 
COSTS FOR EQUIPMENT AND EXPERTS WOULD TOTAL ESTIMATED 
DOLS 1.140,000. 

3. MISSION REQUESTED ADVISE SOONEST OF AGENCY ACCEPTANCE 
THIS OFFER FOR MONACO EQUIPMENT IN ORDER ERDA MAY 
AUTHORIZE PURCHASE AND SHIPMENT SOONEST IN VIEW COMMENTS 
PARA. 1 REF E RE NEED FOR EQUIPMENT. 

4. RE QUESTION RAISED PARA 6 REF F, U.S. COMMENTS 
WILL FOLLOW. CHRISTOPHER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, TECHNICAL ASSISTANCE GRANTS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 07-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 04552 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AIA:JEAMMONS:GLS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 67-1 084 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770582/aaaacsrs.tel 

Line Count: 76 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: ec990799-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN ERDA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 77 STATE 52746, 77 STATE 85354, 77 IAEA VIENNA 9 

Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 07-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2607669 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. TECHNICAL ASSISTANCE EQUIPMENT GRANTS FOR 1977 
TAGS: AORG, EAID, US, IAEA 
To: IAEA VIENNA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/ec990799-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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